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PAGE 01 STATE 005816 
ORIGIN SY-05 

INFO OCT-01 AF-08 ISO-OO /014 R 

DRAFTED BY A/SY/OPS/T:JLECHEVET:JG 
APPROVED BY A/SY/OPS/T:DGFISCHER, CHIEF 
DESIRED DISTRIBUTION 
A/SY/OPS/FO/AF 

112119Z 008992/64 

R 1 1 1943Z JAN 77 
FM SECSTATE WASHDC 
TO AMEMBASSY NAIROBI 

CONFIDENTIAL STATE 005816 

FOR OIC/RTC 

E.O. 11652: GDS 

TAGS: ASEC 

SUBJECT: AUTOSCAN TROUBLE 

REF: NAIROBI 00252 

1 . DURING SCAN OPERATION VERIFY THE FOLLOWING AUTOSCAN 
MODES: 

A. POWER FAIL LIGHT IS EXTINGUISHED 

B. CLOCK IS RUNNING 

C. AUTO/MAN SWITCH ON DSI-500 IS IN "AUTO" POSITION 

D. "BAND SWITCHING TIME" THUMBWHEEL IS NOT SET TO ZERO 

E. COUNTER IS CONNECTED AND RUNNING PROPERLY 

F "SCANNER STOP" AND "SCANNER START" CABLES ARE 

CONTINUOUS 

G. "SCAN" LIGHT IS LIT. 

2. PARAGRAPH 4 OF REFTEL IMPLIES THAT K2 OF DSI-500 DOES 
CONFIDENTIAL 

CONFIDENTIAL 

PAGE 02 STATE 005816 

NOT CLOSE (J20-A TO C CLOSURE) DURING SCAN AND THAT NORMAL 
SCAN OPERATION CAN BE ACHIEVED BY SHORTING PIN A AND C ON 
J20. IS THIS CORRECT? 

3. IF PROBLEM PERSISTS, TROUBLE IS PROBABLY IN BOARDS 1 OR 
5 AND REPLACEMENTS WILL BE SENT. 
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4. ADVISE SY/OPS/T OF THE RESULTS OF THESE TESTS. 

ROBINSON 

CONFIDENTIAL 

NNN 
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